Refrigerated Air-Conditioned 



GRANOT LODGE 
Room Phones 



Mr. & Mrs. H. H. Hininger, Owners 
West Entrance on U.S. Highway 66 
CLINTON, OKLAHOMA 
26 pleasant units - roomy and comfortable. 
Attractively furnished with tiled baths. Thermo¬ 
stat controlled vented heat. Connecting rooms 
for families. Radios. Comfortable patio for 
guests with park and swimming pool close by. 

Near 24 hour restaurant. 
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